GEORGE  AUGUSTUS  FREDERICK, PRINCE

OF  WALES, AFTERWARD  GEORGE IV,

KING  OF ENGLAND

After a painting by Thomas Gainsborough, in the
Royal Libraryr, Windsoraxed discipline may degrade it so
